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Attachment 


Space Now Occupied by the Technical Services Division: 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 

* 9. 

10 . 


East Building Basement 
East Building Second Floor 
Central Building Basement 
Central Building First Floor 
Central Building Second Floor 
South Building First Floor 
South Building Second Floor 
South Building Third Floor 
South Building Basement 
South Building Attic 

Total 


- 8040 square feet 
* 8040 square feet ' 
~ 5948 square feet 
9125 square feet 
10065 square feet 
7460 square feet 
9095 square feet- 
8600 square feet J 
71228 square feet 


* Future 

11 . 

12 . 

Grand Total 



square feet / £ 

22, 000 square feet 
110, 228 square feet 
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